Clarendon

1010

Clark

England (1702-4) is an apology for and vindication of Charles i., and makes no profession of impartiality; but the stately splendor of its style, and the skill displayed in depicting character and analyzing motives, give it high rank. The best edition is that published by the Clarendon Press (1888).

Clarendon, George William Frederick, Villiers, Fourth Earl of (1800-70), English statesman, born in London, and educated for the diplomatic service. Though a Whig, he supported Sir Robert Peel in the repeal of the Corn Laws. He became Foreign Minister in the Aberdeen cabinet (1853), and was thus responsible for the Crimean War. Again Foreign Minister in 1865, he held the same portfolio in Mr. Gladstone's administration from 1868 till his death. See Thornton's Life of G. W. F. Villiers, Fourth Earl of Clarendon (1881-2).

Clarendon, Constitutions of, were laws or enactments by which Henry rr. and his nobles (1164) met those demands for papal supremacy implied in the exemption of the clergy from the law of the land. These laws secured for the crown a right of interference in the election of church dignitaries, and were the cause of the quarrel between Beck-et and Henry n.

Claret, a light-red wine produced in the French province of Gironde, also known as Bordeaux wine. Scattered through the province are many chateaux, each of which yields a wine of special characteristics, which depend on the vintages, and these in turn largely on soil, climate, and season. The California clarets rival some of the best French wines in color, body, flavor, aroma, and power of maturing well with age.

Clarinet, or Clarionet, a wood-wind single-reed instrument, said to have been invented at Nuremberg, in 1690, by Johann Christopher Denner. Owing to its great compass, richness, and variety of tone, the instrument ranks as one of the most important

Clarinet.

in the modern orchestra. As a solo instrument the clarinet also takes a high place. It consists of a cylindrical tube which ends in a bell at the lower part, and at the upper part terminates in a cone-shaped mouthpiece. The tube is furnished with holes and keys which give a fundamental scale or register. In or-

chestras, the clarinets are usually in A and B-, the C clarinet being now little used; there is also a tenor clarinet. (See BASSET HORN.) In military bands the clarinets most in use are those in B- and E-. A bass clarinet, usually in B-, but sounding an octave below the ordinary clarinet, is also used in orchestras and military bands.

Clark, Alvan (1808-87), American optician, established a factory at Cambridgeport, where he was the first person in the country to make achromatic lenses. He progressed in the preparation of telescope lenses from the i8-inch glass at Chicago (1860) to the 36-inch refractor made for the Lick Observatory.

Clark, Alvan Graham (1832-97), American optician and astronomer, son of the preceding. He worked at lens-making in his father's factory, completed the telescope for the Yerkes Observatory, with a 40-inch lens, then the largest in the world.

Clark, Champ (James Beauchamp) (1850-1921), American legislator and Speaker of the U. S. House of Representatives, was born in Anderson co., Ky. He was president of Marshall College, West Virginia, in 1873-4; in 1875 ne removed to Missouri. He served as Democratic Representative in Congress in 1893-5 and 1897-1911. He was permanent chairman of the St. Louis Democratic National Convention (1904) and was elected Democratic (minority) Congressional floor leader in 1908. He was re-elected to the Sixty-second Congress (1911-13), and on April 4, 1911, succeeded Joseph G. Cannon as Speaker of the House of Representatives. In 1912 he was a leading candidate for the Democratic nomination for President but was defeated at the Baltimore convention by Woodrow Wilson.

Clark, Clarence Don (1851-1930), American legislator, was born in Sandy Creek, N. Y. He removed to Evanston, Wyo., in 1881; was Representative in Congress in 1889-93, and was elected U. S. Senator in 1895, 1899, 1905, and 1911.

Clark, Edward (1822-1902), American architect, was born in Philadelphia, Pa. He studied architecture under Thomas U. Walter and acted as Mr. Walter's assistant while the latter was architect of the National Capitol and other buildings at Washington from 1851 to' 1865. From 1865 until his death he was architect of the Capitol, and superintended the construction of public buildings in the District of Columbia. He was a mem-